
Approved For Release 2001/12/05 : CIA-RDP83-00415R004000170001-7 


CLASSIFICATION SECRET 

CENTRAL INTELLIGENCE AGENCY 

INFORMATION REPORT 


COUNTRY Germany (Russian Zone) 

SUBJEC1 The Mechanical High-tension Rectifier 
and its Optimum Performance 


PLACE 
ACQUIRED 

DATE OF I1TF0 
ACQUIRED 


25X1 A 


25X1 C 


REPORT NO. 


CD NO. 


DATE DISTR. 


NO. OF PAGES 


NO. OF ENCLS. 

(LISTED BELOW) 


SUPPLEMENT TO 
25X1XREPORT NO. 


25X1A 


9 Jan, 1950 


25X1 A 



25X1 A 1# * Attached is a -smitten by Dr. Brey, who was formerly -with 

; • : t Bureau No. 21 of the Scientific Technical Department of the Ministry for th£ v 

f ■ : Electro-Industry, Dresden N 30, Oberbeckstr. 1$ on the premises of the firnp 

ml * Koch & Sterzrel. 


The report , which was completed at the end of 1948* is entitled M Der Mqj^|q 
H ochspannugsgleichrichter und sein Optimaler Betriebsfall* It establisjtef* 

. calculation basis for mechanical high-tension rectifiers. 


Bureau No. 21, which was also called Technisches Biiro beim Trafo und RftjftgseiH ^ 
work, Dresden, was dissolved recently and Dr. Brey has now joined the tf| 

AEG Fabriken ftir Transformatoren, Berlin-Oberschttneweide, Wilhelminenhofalr#; ’ A 

S3-B5. \ . 1 

This report is sent to you on indefinite loan in the oelief that it may be of 
interest to you, e • ' 
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